Table*” II 


HUMECTANTS BY BRAND — Weight, % 


Company 

IBM 

Code 

PG ^ 

gly (2) 

TEG ^ 3 ^ 

Sorbitol 

Other 

AMERICAN 







Carlton 

CL 6 

0.6% 

3.2% 

— 

— 

— 

Lucky Strike 

LSI 

Unavailable 




Pall Mall 

PL 5 

Unavailable 




Pall Mall 

PL 8 

0.7 

2.6 

— 

— 

— 

Pall Mall Menthol 

PL8M 

1.6 

2.8 

— 

— 

— 

Silva Thins 

ST 8 

0.6 

1.9 

— 

— 

— 

Silva Thins Menthol ST8M 

0.6 

1.6 

— 

— 

— 

Tareyton 

TR6 

0.8 

1.9 

— 

— 

— 

Tareyton 100 

TR8 

0.8 

2.3 

— “ 

— — 

— — 

Average 

— 

0.8% 

2.3% 

— 

— 

— 

BROWN & 







WILLIAMSON 

Belair 

BA 6 

1.2 

1.7 


__ 

_ 

Belair 

BAB 

1.7 

1.9 




Kool 

KL6 

1.9 

1.6 




Kool 

KL8 

1.6 

1.5 




Kool Mild 

KM6M 

1.5 

1.4 

— 

— 

— 

Raleigh 

RL6 

1.3 

1.0 

— 

— 

— 

Raleigh 

RL8 

1.2 

1.4 

— 

— 

— 

Viceroy 

VC 6 

1.4 

1.1 

— 

— 

— 

Viceroy 

VC 8 

1.1 

1.6 



— 

Average 

— 

1.4% 

1.5% 

— 

— 

— 


LIGGETT & 

MYERS 

Chesterfield 

Chesterfield 

CHS 

CH8 

Unavailable 
0.3 1.5 




Eve 

EV8 

0.4 

1.5 

— 

— 

— 

Eve Menthol 

EV8M 

0.1 

0.9 

— 

— 


Lark 

LR6 

0.1 

0.8 

— 

— 

— 

Lark 

LR8 

0.1 

1.0 

— 

— 

— 

L & M 

LM6 

0.3 

1.1 

— 

— 

— 

L & M 

LM8 

0.4 

1.4 

— 

— 

-- 

L & M Menthol 

LM8M 

0.1 

1.1 

— 

— 

— 

Average 

— 

0.2% 

1.2% 

— 

— 

— 


^PG = propylene glycol 

(2) GLY = glycerin 

(3) 

TEG = triethylene glycol 


PM3000831248 


Source: https://www.industrydocuments.ucsf.edu/docs/qkpk0001 



(continued) 





Weight, 

' % 



Company 

IBM 

Code 

PG< 1 ) ‘ 

GLY (2) 

TEG ^ 

Sorbitol 

1,3-Butanediol 

LORILLARD 







Kent 

KN4 

0.5% 

1.1% 

— 

0.7% 

0,5% 

Kent 

KN6 

0.5 

1.1 

— 

0.8 

0.6 

Kent 

KN8 

0.7 

1.2 

— 

0.9 

0.4 

Kent 

KN8M 

0.5 

1.4 

— 

0.7 

0.6 

Newport 

NW6 

0.5 

1.2 

— 

0.8 

0.6 

Newport 

NWS 

0.4 

1.2 

— 

0.7 

0.5 

Old Gold 

OG6 

0.4 

1.8 

— 

0.7 

0.4 

Spring 

SP8 

0.4 

1.2 

-- 

0.7 

0.6 

True 

TU6 

0.5 

1.0 

— 

0.8 

0.6 

T rue Men tho1 

TU6M 

0.6 

1.2 

— 

0.8 

0.6 

Average 

— 

0.5% 

1.2% 

— 

0.8% 

0.5% 







Other 

PHILIP MORRIS 







Alpine 

Benson & 

AL6 

1.5% 

1.5% 

0.7% 



Hedges 

Benson & 

BH8 

1.5 

1.1 

0.4 



Hedges 

Menthol 

BH8M 

1.5 

1.7 

0.3 


_ 

Marlboro 







Lights 

ML6 

1.1 

1.2 

0.5 

— 

— 

Marlboro 

MR 4 

1.6 

1.3 

0.5 

— 

— 

Marlboro 

Marlboro 

MR6 

1.6 

1.0 

0.5 

MMM 


Menthol 

MR6M 

1.2 

1.3 

0.5 

— 

— 

Marlboro 

MR8 

1.5 

1.6 

0.5 



Philip Morris 

PM1 

Unavailable 




P.M.Commander 

PM5 

Unavailable 




P.M.Filter 

PM6 

1.4 

1.6 

0.5 

— 

— 

P.vM. Menthol 

PM6M 

1.4 

1.4 

0.5 

— 

— 

Parliament 

PR4 

1.3 

1.1 

0.5 

— 

— 

Parliament 

PR6 

1.0 

0.7 

0.5 

— 

’ — 

Virginia Slims VA8 

1.4 

1.5 

0.3 

— 

-- 

Virginia 







Slims ■/.--'z'z: 

Menthol 

VA8M 

1.7 

1.7 

0.4 

— 

— 

Average 

" 

1.4% 

1.3% 

0.5% 



^ PG = propylene glycol 





' GLY = glycerin 
f 3) 

TEG = triethylene 

glycol 






PM3000831249 


Source: https://www.industrydocuments.ucsf.edu/docs/qkpk0001 




(con t inu'ed) 
r 





, ■ Weight, 

% 



Company 

IBM 

Code 

pG (l) 

GLY^ 2) 

(3) 
TEG v ' 

Sorbitol 

Other 

R. J. REYNOLDS 







Camel 

CM1 

Unavailable 

_ 

— 

_ 

Camel 

CM6 

0.7% 

1.9% 

— 

— 

— 

Doral 

DX6 

0.6 

1.6 

— 

— 

— 

Doral Menthol 

DX6M. 

0.7 

1.9 

— 

— 

— 

Salem 

SL6 

0.6 

1.7 

— 

— 

— 

Salem 

SL8 

0.8 

2.4 

— 

— 

— 

Tempo 

TM6 

Unavailable 




Vantage 

VE6 

0.6 

2.1 

— 

— 

— 

Vantage Menthol 

VE6M 

1.2 

0.8 

— 

— 

— 

Winston 

WN4 

0.7 

1.8 

— 

— 

— 

Winston 

WN6 

0.7 

1.8 

— 

— 

— 

Winston 

WN8 

0.8 

2.0 

— 

— 

— 

Winston Menthol 

WN8M 

0.8 

2.3 

—— 

—— 

—— 

Average 

— 

0.8% 

1.9% 

— 

— 

— 


= propylene glycol 

(2) GLY = glycerin 

(3) 

' TEG = triethylene glycol 


PM3000831250 


Source: https://www.industrydocuments.ucsf.edu/docs/qkpk0001 



